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A, 3057 

B„ INDEFINITE DELAY 
C, N/A 

REMARKS: THIS MSG CONSTITUTES A NEGATIVE ALERT FOR MINIMUM 
OF 24 HRS PERIOD STARTING 23/0200Z. PLS SUBMIT ACFT STATUS 
REPORT. 

END OF MESSAGE 







